
























1 BILL NO. S-87-03- 5 A 
2 SPECIAL ORDINANCE NO. S- PIS S 
3 AN ORDINANCE approving the awarding 

of Reference #810, by the City 
4 of Fort Wayne, Indiana, by and 

through its Department of Purchasing 
5 and Underground Pipe and Valve 

Company, Water Products and the 
6 Treaty Company, respectively, 

for the Water Maintenance and 
7 Service Department. 
8 NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
9 OF THE CITY OF FORT WAYNE, INDIANA: 
10 SECTION 1. That Reference #810, between the City of 
11 Fort Wayne, by and through its Department of Purchasing and Under» 
12 ground Pipe and Valve Company, Water Products and the Treaty 
13 Company, respectively, for the Water Maintenance and Service 
14 Department, respectfully for: 
15 the purchase of Corporation Stops 

for the Water Maintenance and Service 
16 Department; 
17 involving an estimated total cost of Thirteen Thousand Eight 
18 Hundred Sixty-Seven and No/100 Dollars ($13,867.00), (Underground 
19 Pipe and Valve, $8,920.00+/-; Water Products, $1,100.00+/-; 
20 Treaty Company, $3,847.00+/-), all as more particularly set forth 
21 in said Reference #810, which is on file in the Office of the 
22 Department of Purchasing, and is by reference incorporated herein, 
23 made a part hereof, and is hereby in all things ratified, con- 
24 firmed and approved. 
25 SECTION 2. That this Ordinance shall be in full force 
26 and effect from and after its passage and any and all necessary 
27 approval by the Mayor. 
28 

Councilmember 
30 
APPROVED AS TO FORM 
31 AND LEGALI 
32 
City Attorney 
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Passed and adopted by the Common Council of the City of Fort 


Wayne, Indiana, as (ANNEXATION) {APPROPRIATION} {GENERAL ) 
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REFERENCE NO. 810 


CORPORATION STOFS 


DESCRIFTION 


3/4" FLAIRED 


qem 


FLAIRED 


1 1/2" FEAITRED 


Sidi 


FLAIRED 


EST. QTY. UNDERGROUND 
(MC DONALD) 
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150 $7.97 
50 $24.15 
100 $39.11 

D: 2 WEEKS 
FOB: FW 
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CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN STREET - ROOM 350 

FORT WAYNE, INDIANA 46802 
BID. REFERENCE # 810 
DATE _FEBRUARY 4, 1987 
DUE DATE _Tuesday, February 24, 1987 at 10:00 A.M. 
Department receiving bid items _Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES _X_ AMOUNT _5% 


Performance Bond Required no X YES AMOUNT 


Affirmative Action ON “FILE X ATTACHED 
with the City of Fort Wayne to this document 


Prompt payment discounts will be allowed as follows: Net 
if paid within 30 days. 


ve 


Tae City of| Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. ; 


The execution hereof by the bidder is accestance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 


Water Products Company 
Name of Company 


b 4) Curi. Agent 


Ù By AVNER (signature) 


Address ETZ Ws Water Sits P.0.. Box S55 
AS 


PD; » 


; j i 92 
City Wabash, Indiana 469 


SPECIFICATIONS FOR CORPORATION STOPS 


All corporation stops, three-quarter (3/4) inch thru two (2) inches in 
size, shall be Class 200 plug or ball type valves of extra heavy, all 
brass construction, shall have a flat, thich operating head, a 360 degree 
rotation of the operating head, and plug type valves shall have a washer 
and adjusting nut on the bottom of the plug, all in accordance with the 
latest revisions of American Water Works Association Standard designated 
C800. The inlet shall be machined and threaded with standard AWWA corp- 
oration stop (Mueller) threads, the outlet shall be machined and threaded 
for use with flared, type "K" copper service tube, and furnished with one 
(1) coupling nut. The following corporation stops, or approved equals, 
are the only corporation stops which will be accepted for use in connec- 
tion with water service installations: 


BRAND NAME CATALOG NUMBER 
MUELLER H-15000 

FORD F-600 or FB-600 
JONES J-1500 and J-1930 
McDONALD 4701 or 4701-B 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same con- 
ditions governing the original contract. 


CORPORATION STOPS, FLAIRED 


EST. QUANT. SIZE DESCRIPTION UNIT PRICE 
1500 +/- 3/4" F600 $- 5 P8 Vas 
150 +/- | Edo F600 S Welt cas 
50 +/- ie FB600 S 22.00 ea. 
100 +/- Dee FB600 $ 39.00 ea. 
DELIVERY TIME: Stock to 14 Days F.0.B.: Fort Wayne, Indiana 


BRAND NAME: Ford 
TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 
SUBJECT TO COUNCILMANIC APPROVAL: 


Zia 
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CITY OF FORT SWAYNE 

DEPARTMENT OF PURCHASING 

ONE MAIN STREET - ROOM 350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 810 
DATE _FEBRUARY 4, 1987 
DUE DATE _Tuesday, February 24, 1987 at 10:00 A.M. 
Department receiving bid items _Water Maintenance & Service 


415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES _X_ AMOUNT 5h 
Performance Bond Required No X YES AMOUNT 
Affirmative Action > ON FILE X ATTACHED 

with the City of Fort Wayne to this document 
Prompt payment discounts will be allowed as follows: % 
if paid within days. NET 30 Days 


.The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 

icate number is 356-001-255 0013, prices should not include these 
taxes. 


The executicn hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 


The Treaty Company 


Name Company 
PORT SG E 


ai (signature) 
DE Address P. O. Box 40 
DELS 


City Greenville OH 45331 


SPECIFICATIONS FOR CORPORATION STOPS 


All corporation stops, three-quarter (3/4) inch thru two (2) inches in 
size, shall be Class 200 plug or ball type valves of extra heavy, all 
brass construction, shall have a flat, thich operating head, a 360 degree 
rotation of the operating head, and plug type valves shall have a washer 
and adjusting nut on the bottom of the plug, all in accordance with the 
latest revisions of American Water Works Association Standard designated 
C800. The inlet shall be machined and threaded with standard AWWA corp- 
oration stop (Mueller) threads, the outlet shall be machined and threaded 
for use with flared, type "K" copper service tube, and furnished with one 
(1) coupling nut. The following corporation stops, or approved equals, 
are the only corporation stops which will be accepted for use in connec- 
tion with water service installations: 


BRAND NAME CATALOG NUMBER 
MUELLER H-15000 

FORD F-600 or FB-600 
JONES J-1500 and J-1930 
McDONALD 4701 or 4701-B 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under the same con- 
ditions governing the original contract. 


CORPORATION STOPS, FLAIRED 


EST. QUANT. SIZE DESCRIPTION UNIT PRICE 
1500 +/- 3/4" Sai 
150 +/- Lae: $ 8,05 
50 +/- l% " S 22,02 
100 +/- a $ "38.47 
DELIVERY TIME: 2 weeks F.0.B.: Destination 


BRAND NAME: Mueller 
TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 


SUBJECT TO COUNCILMANIC APPROVAL: 


Rs 
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CITY OF FORT WAYNE 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 


BID REFERENCE # 810 


DATE FEBRUARY 4, 1987 
DUE DATE Tuesday, February 24, 1987 at 10:00 A.M. 


Department receiving bid items Water Maintenance & Service 
415 E. Wallace Street 


Fort Wayne, IN 46803 


Bid Bond Required NO YES | X AMOUNT 5% 


Performance Bond Required. No X YES AMOUNT 


Affirmative Action ON FILE ATTACHED 
with the City of Fort Wayne to this document 


Prompt payment discounts will be allowed as follows: CIRI A 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 


icate number is 356-001-255 0013, prices should not include these 
taxes. É 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid. for a 
period of sixty (60) days. 


Underground Pipe and Valve 
Name of Company 






PONT, 
vitae 


WOES 





(signature) 


ddvageol/ Key Road 


City Ft. Wayne, IN 


SPECIFICATIONS FOR CORPORATION STOPS 


All corporation stops, three-quarter (3/4) inch thru two (2) inches in 
size, shall be Class 200 plug or ball type valves of extra heavy, all 
brass construction, shall have a flat, thich operating head, a 360 degree 
rotation of the operating head, and plug type valves shall have a washer 
and adjusting nut on the bottom of the plug, all in accordance with the 
latest revisions of American Water Works Association Standard designated 
C800. The inlet shall be machined and threaded with standard AWWA COrp- 
oration stop (Mueller) threads, the outlet shall be machined and threaded 
for use with flared, type "K" copper service tube, and furnished with one 
(1) coupling nut. The following corporation stops, or approved equals, 
are the only corporation stops which will be accepted for use in connec- 
tion with water service installations: 


BRAND NAME CATALOG NUMBER 
MUELLER H-15000 

FORD F-600 or FB-600 
JONES J-1500 and J-1930 
McDONALD 4701 or 4701-B 


By mutual agreement between the City of Fort Wayne and the supplier, the 
contract period may be extended for an additional period not to exceed . 
one (1) year. However, the agreement to extend must be completed in 
writing not less than fifteen (15) days prior to expiration date. The 
contract may be extended only at the same price and under -the same con- 
ditions governing the original contract. 


CORPORATION STOPS, FLAIRED 


EST. QUANT. SIZE DESCRIPTION UNIT PRICE 
1500 +/- 3/4" $- 5.15 

150 +/- io? eer 

50 +/- ly" e E 

100 +/- 2" $ 39.11 


DELIVERY TIME: A Wedin POB ET gago E RE N 


BRAND NAME: McDonald ERS 


TERM OF AGREEMENT: MARCH 1, 1987 THRU FEBRUARY 29, 1988 


SUBJECT TO COUNCILMANIC APPROVAL: 


| SA 7541 
| DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL N 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING É 
A. SAPAR DL 
An ordinance approving the award of reference #810 for the 
purchase of Corporation Stops to Underground Pipe and Valve 


Water Products and the Treaty Company for the Water Maintenance 
and Service Department. 


SYNOPSIS OF ORDINANCE: Wey 


EFFECT OF PASSAGE: 


Corporation Stops allow the department to install 3/4" thru 
2" service without shutting off the water mains. 


EFFECT OF NON-PASSAGE: 


Department would have to shut off water mains to connect new 
service or repair old service thus increasing costs as well 
as causing inconvenience to our customers. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 


Underground Pipe & Valve $8,920.00 +/- 
Water Products $1,100.00 +/- 
Treaty Company $3,847.00 +/- 


ASSIGNED TO COMMITTE (President): 


BILL NO. S-87-03-37 





REPORT OF THE COMMITTEE ON CITY UTILITIES . 
era E TD AE 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 





REFERRED AN (ORDINANCE) (RESOLUETON) arproving the awarding of 
| Reference #810, by the City of Fort Wayne, Indiana, by and 


through its Department of Purchasing and Underground Pipe and Valve 

Company, Water Products and the Treaty Company, ‘respectively, 
ee inn 

for the Water Maintenance and Service Department j 
O a RD a a aa iii N 
ini iii a a a tt 
a e iai nr E E N sai pis 





HAVE HAD SAID (ORDINANCE) (RESOKUXEKGN) UNDER CONSIDERATION AND BEG 
LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


( RESIILAPITONI 


YES NO 
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seis ee ae VICE CHAIRMAN SS a la i 
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